Summary of Evaluation

Resident
Physical Feature   Evaluation

A.  General

Location                         +

Layout

Unit size

-(small units)

+(large units)
-(small units)

Floor material

Light switches

Thermostat
Windows

Drapes and

controls

Description

Close to jobs, Personal
Service Attendants
(PSA's), Dodd Hall,
food, medical care, Ohio

State University

Allows people to see all
the way through the unit
- reduces privacy.

Need more space for fur-
niture and wheelchair
maneuverability in small
units.  Hard to fit sev-
eral wheelchairs in at
once.

Dark floors show dirt.
Floors are hard to main-
tain: take a lot of wax-
ing, which residents
cannot do themselves.

Three important factors
are the type of switch,
which wall it is placed
on, and its height from
the floor.  The pressure-
sensitive type are rec-
ommended.  Many switches
are not accessible at
present.

Positioned too low to
see controls underneath.

Like the size and the
view from sitting posi-
tion, but heavy frames
make them hard to open.

Draw control and loca-
tion are problems - cor-
ner location blocked by
sofa or chair; can't
work the pull cord.
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